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year was 21 lakhs, and the gross expenditure 55 lakhs. Of this total
public works and conservancy absorbed $\ lakhs each, water-supply
23 lakhs, and hospitals and education about a lakh each.

The cantonment lies to the north of the city. It formerly comprised
most of the European residential quarter; but building operations have
now been extended outside its limits, mainly in the direction of what
is known as the Royal Lake, an artificial stretch of water lying to the
north-east of the city, and the cantonment boundary itself is now being
curtailed. The population in 1901 was 13,721. There is a canton-
ment fund administered by the cantonment committee. Its income
in 1903-4 was Rs. 84,000, derived largely from house and conservancy
rates. The expenditure amounted to Rs. 82,000, devoted in the main
to conservancy and police.

The city is at present lit with oil lamps, but electric lighting will
probably be introduced at an early date.

The drainage system consists of gravitating sewers which receive the
sewage from house connexions and carry it to ejectors. These dis-
charge their contents automatically into a main sewer, through which
all the night-soil and sullage water are forced into an outfall near the
mouth of the nver, immediately to the south-west of Monkey Point
Batteiy to the east of the city. This system has been working since
1889 with most satisfactory results. The water-supply for Rangoon
has till recently been drawn from an artificial reservoir about 5 miles
from the city, called the Victoria Lake, from which water is carried
by a main pipe to the city and supplied at low pressure. Water is
also pumped up to a high-level reservoir on the Shwedagon pagoda
platform about 100 feet above Rangoon, whence it is supplied to the
city by gravitation. This arrangement has provided drinking-water
to the city for the past twenty years; but the supply having been found
insufficient, a large reservoir lake has been constructed at Hlawga,
about 10 miles beyond the Victoria Lake, which is calculated to supply
all requirements for an indefinite period.

The city contains several handsome buildings. Among the most
conspicuous are the new Government House to the north-west, of the
cantonment area, the Secretariat buildings to the east of the business
quarter, and the District court buildings facing the river in the centre
of the city. The new Roman Catholic cathedral, which is approaching
completion, promises to be a very handsome structure. The Jubilee
Hall, at a corner of the brigade parade ground in the neighbourhood
of the cantonment, is one of the more recent additions to the archi-
tecture of the city. It is used for public meetings and for recreation
purposes. The town hall, in which the municipal offices are located,
adjoins the Sule pagoda in the business quarter. The Rangoon
College, the General Hospital, and the Anglican cathedral are grouped
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